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I’acilic  Power  &  Ligl)l  Clo.  has  purchased  Irom  (iontiiieiital  Oil  do.,  lor  $58h,(MK),  an  elec¬ 
tric  distribution  system  serving  an  oil  field  in  central  Wyoming.  PP&L  President  1).  R.  Mc- 
(llung  saiil  the  acquisition  adds  1,000  kw’  ol  electric  loail  to  its  Wyoming  system,  and  that 
power  sales  to  Continental  will  add  an  estimated  $2(K),0(M)  to  PP&L's  annual  revenues. 

The  two  oil  Held  units,  known  as  the  Meadow  Creek  aiul  Sussex  units,  are  hnated  in  south¬ 
east  |ohn,son  (lounty,  a|)proximately  05  miles  north  ol  (Jasper,  W'yo.,  the  center  ol  the  north¬ 
ern  R(Rky  .Mountain  oil  pKKlucing  and  relining  industry.  'I'he  two  units  presently  have  21H 
producing  wells  connecteil  to  electric  |nmips. 

Another  l)ig  water  and  |M>wer  project  is  due  to  get  under  way  within  two  years  in  Califor¬ 
nia.  N'oters  in  Placer  County  approved  a  $140  million  revenue  bond  issue  to  finance  construc¬ 
tion  ol  six  dams,  lour  |x)wer  houses  and  21.7  miles  ol  tunnels.  The  vote  was  7,423  lor  the 
linancing  plan  and  2%  against. 

The  Placer  County  U’ater  Agency,  which  will  construct  the  project,  has  receiveil  assurance 
from  the  Pacific  (ias  and  Electric  Co.  that  it  will  purchase  the  tmtput  of  power  (approximate¬ 
ly  010  million  kwh/yr)  hn  ,$(),4(M),000  a  year,  payable  in  00  semiannual  payments  over  a  period 
of  45  years. 

I'he  Calilornia  Public  I'tilities  Commission  has  authori/ed  Pacific  C>as  and  Electric  (U>.  to 
add  a  sc‘cond  I2,5(M)-Kw  turlMtgenerator  unit  at  its  C>ey.seTs  ekxtric  |M>wer  generating  station  20 
miles  north  ol  Healdsbtng.  P(i  and  E  will  act  as  its  own  engineering  and  construction  man¬ 
ager  lor  the  .^2.2<)0,000  project. 

rile  (ieysers  geothermal  station  was  first  of  its  kind  on  the  North  .Ameritan  Continent,  aiul 
titili/es  nattiral  steam  brotight  from  wells  by  riiermal  Power  Co.  ami  .Magma  Power  C.o.  Ehe 
setniul  plant  is  expeiteil  to  go  into  (onnnercial  operation  in  Jtine  1903. 

First  addition  of  generators  at  downstream  dams  «m  tbe  Columbia  River  as  a  restilt  ol  ex- 
pet  teil  tlevelopment  of  tipstream  storage  in  Canada  probably  will  be  made  at  Chief  Joseph  and 
I  he  Dalles  Dams,  actttrding  to  Col.  R.  P.  Young,  district  engineer  lor  the  Corps  of  Engineers, 
lie  saitl  that  it  may  be  necessary  to  install  additional  units  simultaneously  at  several  projects 
in  order  to  insure  coordinated  production  of  hyclroelectric  power  in  the  region. 

sulistruc  ture  and  intake  works  at  Chief  Joseph  Dam  have  been  provided  lor  lour  addi¬ 
tional  units,  plus  intake  works  lor  seven  more  units.  Each  of  the  future  II  units  will  be  of 
(ll.dOO  kw  capacity,  the  same  as  the  l(i  units  now  in  operation,  (iorps  studies  show  that  by 
1985  a  total  of  about  22  units  will  be  recpiired  at  Chief  Joseph,  Colonel  Young  said. 

Five  identical  bids  of  $9,()82  on  .599  bus  and  switch  insulators  drew  a  statement  early  this 
month  from  .\dministrator  Charles  F.  Elite  that  persistence  of  the  practice  will  lead  Bonne¬ 
ville  Power  .Administration  to  seek  authority  to  negotiate  individually  with  sup|)liers  for  more 
favorable  prices.  Elite  said  he  wanted  to  "pul  the  electrical  industry  on  notice  that  Bonne- 
\ille  will  resist  identical  bids  which  merely  ipiote  the  bidders’  catalog  prices."  'Fhe  bids  were 
all  rejected. 


Washington’s  fiov.  .Albert  Rosellini’s  administration  is  split  right  down  the  middle  over  pro- 
|M>seti  sale  of  Columbia  River  |M»wer  to  California.  Earl  Coe,  director  of  the  Conservation  De¬ 
partment,  is  strongly  in  favor  of  an  intertie  line  linking  the  Pacific  Northwest  with  Califor- 
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and  Industrial  Lighting  Committee,  PCEA. 


New  lighting  standards,  recently  established  by 
extensive  laboratory  research,  have  created  a 
tremendous  new  potential  for  lighting  sales.  To 
help  the  electrical  industry  get  a  larger  share  of 
new  construction  and  modernization  dollars,  the 


PCEA’s  Commercial  and  Industrial  Lighting  Com¬ 
mittee  is  developing  these  new  sales  techniques; 

A.  Lighting  Sales  Aid  Kits — 35  mm  “before”  and 
“after”  slides  in  color  of  high-level  lighting 
installations.  A  printed  script  will  describe  the 
installation  and  enumerate  the  cu.stomer  benefits. 
PCEA  will  make  these  kits  available  to  electrical 
di.stributor,  contractor  and  electric  utility  sales 
staffs. 

B.  A  .sound  tape  of  a  complete  lighting  presentation. 
Coupled  with  the  slides  being  prepared  it  can 
be  u.sed  for  meetings  of  Chambers  of  Commerce, 
.service  clubs  and  other  groups. 

C.  Publicity  releases  on  the  need  for  better  com¬ 
mercial  and  industrial  lighting.  Articles  will  be 
prepared  for  Electrieal  WV.sf  and  other  electric 
distributor,  electric  contractor,  architectural 
and  engineering  publications. 

I).  Pre.sentations  to  electrical  industry  groups  by 
committee  members,  using  the  Lighting  Sales 
Aids  Kits. 

E.  Committee  meetings  to  develop  other  new 
lighting  .sales  kits  will  be  held  in  various 
locations  throughout  PCEA  territory.  As  far  as 
possible,  they  will  be  held  along  with  pre.senta¬ 
tions  to  electrical  industry  groups. 

The  Commercial  and  Indu.strial  Lighting  Com¬ 
mittee’s  membership  includes  representatives 
from  lighting  fixture  manufacturers,  electrical 
contractor  groups  and  electric  utilities. 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 

Questions  and  suggestions  on  any  PCEA  activity  are  invited. 
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nia  while  Francis  Pearson,  chairman  of  the  Utilities  and  Transportation  Commission,  is  just 
as  strongly  opposed.  Both  are  members  of  a  special  committee  named  by  the  governor  to  ad¬ 
vise  him  on  the  proposal. 

Stwkholders  of  Montana  Power  Co.  have  approved  change  of  the  utility’s  corporate  home 
from  New  Jersey  to  Montana.  The  move  was  effected  through  a  plan  under  which  the  com¬ 
pany  will  be  merged  into  a  new  Montana  corporation  of  the  same  name  with  headquarters 
in  Butte. 

Tacoma  City  I-ight  won  an  important  skirmish  recently  in  its  long  drawn  out  legal  battle 
to  construct  two  hydroelectric  dams  on  the  Cowlitz  River  when  Judge  .Malcolm  Douglas  of 
King  C^ounty  Superior  Court  denied  a  petition  for  a  restraining  order  to  halt  construction. 

The  order  was  sought  by  Edgar  Prue  of  nearby  Issaquah  as  a  "state  taxpayer,”  on  the  basis 
that  an  initiative  approved  in  last  fall’s  general  election  prohibits  construction  of  such  dams. 

Upholding  Tacoma  contentions,  judge  Douglas  ruled  that  Prue,  bringing  the  action  on  be¬ 
half  of  the  Washington  State  Sportsmen’s  Council,  had  “mistaken  the  remedy  and  the  court.” 
Only  a  “reckless  court  would  halt  such  a  mighty  development  as  the  Cowlitz  project  on  the 
flimsy  showing"  of  Prue’s  attorneys  that  the  dams  would  endanger  fish  runs,  he  declared. 

For  the  second  time  within  three  years  voters  of  Springfield,  Ore.,  turned  down  a  Ijond 
is.sue  that  would  have  permitted  the  municipal  electric  system  to  acquire  duplicating  facilities 
owned  by  Pacific  Power  &:  Light  Co.  The  unofficial  count  was  1,899  yes  and  1,9.^8  no  votes. 
The  earlier  defeat  was  by  a  260  vote  margin. 

To  clear  up  any  future  hassle's  over  missile  ba.se  construction.  President  Kennedy  issued  an 
executive  order  setting  up  a  Missile  Sites  Labor  Cxmimission  to  work  through  existing  labf)r- 
management  organization  ami  decide  what  is  construction  and  what  is  production.  It  has  been 
over  this  question  that  the  craft  unions  and  contractors  have  been  at  issue  with  manufacturers 
of  missile  systems  comjx)nents.  This  has  resulted  in  strikes,  picketing  and  exceedingly  high 
overtime  expense  and  has  delayeil  the  missile  program.  One  committee  on  government  con¬ 
tract  practices  will  determine  if  the  work  is  construction  ami  thus  subject  to  wages  under  the 
Davis-Bacon  .Act. 

Mountain  .States  Line  Cxrnstructors  Chapter  of  NEC.A  has  joined  other  public  groups  on  the 
private  utility  side  of  construction  of  the  transmission  lines  in  the  Upper  Colorado  River  Stor¬ 
age  project.  They  have  asked  Congress  to  kill  the  public  works  appropriation  and  to  let  the 
joint  power  company  group  contract  out  the  work. 

Renew'al  of  state  contractors’  licenses  in  California  has  brought  forth  new  figures  as  to  the 
total  licensees.  .Although  the  tests  for  a  license  are  tougher  and  the  total  number  of  licensees. 
86,548,  is  258  fewer  than  last  year,  the  electrical  licenses  increased  from  5,9.S2  to  6,0-19. 

California’s  legislature  adjourned  in  a  torrent  of  bills  passed  in  the  last  few  hectic  hours. 
.Among  the  many  awaiting  Governor  Brown  on  his  return  from  Hawaii  for  decision  as  to  sig¬ 
nature  were  a  dozen  or  so  contractors  had  been  fighting  over  and  getting  amended  before  they 
were  passed.  They  included  those  to  tighten  owner-builder  exemptions  under  the  Contractors 
License  Law,  bonding  of  businesses  engaged  in  home  improvements  to  regulate  the  “suede 
shoe”  operations,  clarify  the  fixture  exemption  clauses,  bonding  of  contractors  whose  licenses 
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have  been  siispendetl  or  revoked,  providing  for  licenses  to  go  on  an  inactive  list,  tightening 
the  tiefinitions  as  to  the  responsible  managing  employee  to  prevent  the  passing  of  a  license 
from  one  to  any  others,  etc.  (iovernor  Brown  had  signed  the  bonding  of  reinstated  license 
bill  ami  the  one  lK)nding  home  improvement  concerns. 

Barney  Alverson,  prominent  in  elettrical  inspection  circles  in  southern  California,  has  been 
promoted  to  assistant  building  official  for  the  county  of  San  Bernardino.  As  such  he  will  have 
department  operation,  personnel  supervision  and  will  have  under  his  supervision  the  building, 
heating,  plumbing  and  electrical  chief  inspectors.  Lynn  H.  Jersiss  has  been  appointed  to  the 
thief  electrical  inspettor  job  formerly  held  by  .Mverson. 

Multiplicity  of  codes  and  ordinances  would  be  studied  ami  simplified  under  the  enlarged 
authority  of  the  State  Building  Standards  Commission  under  a  bill  retpiested  by  the  construc¬ 
tion  industry  and  passed  by  the  California  legislature.  Under  existing  law  some  .^0  state  agen¬ 
cies  have  overlapping  ami  inconsistent  construction  regidations.  The  bill  was  opjwsed  by 
many  of  the  department  heads  of  state  agencies  who  feared  encroachment  upon  their  fields. 

Substitution  of  recognized  building  codes  as  minimums,  including  the  National  Electrical 
(ioile,  for  an  archaic  state  housing  coile,  which  it  repealed,  was  passed  by  the  California  legis¬ 
lature.  It  dot's  not  abrogate,  in  fact  it  strengthens  the  right  of  cities  or  counties  to  do  their 
own  inspection,  but  provides  authority  to  the  state  agency  to  establish  minimums  and  provide 
inspection  in  areas  where  no  local  inspection  exists.  The  bill  was  amended  five  times  before 
passage  to  satisfy  all  interests.  It  was  signed  into  law  by  Governor  Brown. 

\Va.shington  State  will  have  more  electrical  in.s|H.*ctors  after  July  1,  William  Irvin,  chief  elec¬ 
trical  inspector  for  the  state,  told  an  Eastern  Washington  Chapter,  l.AEl,  meeting  recently. 

National  Association  of  Lighting  Maintenance  Contractors  will  hold  its  annual  meeting  at 
the  Flamingo  Hotel,  Las  \'egas,  .Aug.  20-23,  Will  Charlton,  executive  secretary,  announced. 

Hawaii  now'  has  a  member  on  the  Imard  of  governors  of  the  National  .Association  of  Electri¬ 
cal  Distributors.  The  election  of  Daniel  F.  Flinn  II,  manager  of  the  electrical  department, 
.American  Factors  Ltd.,  Honolulu,  was  confirmed  at  the  recent  N.AFD  convention  in  Detroit. 
He  had  been  tentatively  selected  at  the  last  Western  Region  convention  at  Las  \'egas  in  Oc- 
t(»ber,  subject  to  ratification  at  the  national  convention. 

Workshops  conducted  by  Jack  Sullivan  and  Jim  .Murphy  of  the  NFC^.A  staff  in  June  in¬ 
cluded  an  overhead  workshoj)  by  the  .San  Diego  Chapter  June  I  and  2  and  a  self-appraisal 
workshop  for  the  San  Fernando  Division  of  Los  .Angeles  Cdiapter  June  9  and  10.  The  secoml 
series  of  self-appraisal  workshops  sponsored  by  the  Los  .Angeles  (diapter  was  conducted  June 
23-24,  and  an  overhead  workshop  is  scheduled  lor  Sept.  8-9. 

“Recommended  Levels  of  Illumination”  is  the  title  given  to  a  reprint  made  by  the  Illumi¬ 
nating  Engineering  Society  of  that  section  of  its  lighting  handbook  dealing  with  the  new  rec¬ 
ommended  lighting  levels.  The  new  reprint.  Hi  pages,  may  be  obtained  at  20(‘  a  copy  from 
the  society’s  headquarters. 

Rolrert  W.  Godemann,  lighting  consultant,  .Arizona  Public  Service  Co.,  Phoenix,  was  elected 
vice  president  of  the  Intermountain  Region,  Illuminating  Engineering  Society,  in  its  recent 
annual  election.  The  other  two  Western  vice  presidents.  Jack  Cottingham,  Portland  (ieneral 
Electric  C’.o.,  Portland,  for  the  Pacific  Northwest,  and  Roy  Kreyser,  Los  .Angeles  Department 
of  Water  &  Power,  for  the  South  Pacific  Coast  Region,  have  another  year  of  tenure.  James 
R.  Chambers,  .Appleton  Electric  (a).,  Chicago,  was  elected  lES  national  president. 

First  air  conditioning  .sales  conference  conducted  by  the  Bureau  of  Home  .Appliances  of  .San 
Diego  County  through  its  new  division  was  held  July  19  and  arranged  by  C^oordinator  Fred 
Clarke,  Chairman  Dick  Huntington  and  Vice  Chairman  Dave  Jackson.  Speakers  included  Ing 
.\L  Remen,  general  manager.  Pacific  Division,  Lennox  Industries;  Ralph  J.  Phillips,  vice  presi- 
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dent  of  sales.  San  Diego  Gas  &  Eleeirie;  Norman  B.  Foster,  president,  San  Diego  (Chamber  of 
(kmimerce.  Members  of  this  division  have  prepared  a  form  for  notifying  the  electrical  con¬ 
tractor,  the  power  company  and  the  ciistf>mer  of  the  electrical  requirements  for  each  air  con¬ 
ditioning  installation  being  matle  in  the  area.  This  form  will  facilitate  service  capacity  re¬ 
quirements  and  installation. 

A  heat  pump  seminar  was  conducted  |une  12  at  Walnut  Greek  Recreation  Center  for  125 
electrical  contractors,  architects,  designers,  air  conditioning  contractors  and  city  inspectors.  Ted 
Fuller,  Pacific  Gas  and  Electric  Go.  residential  utilization  engineer,  and  R.  N.  Grotwell,  man¬ 
ager,  Air  Conditioning  Division  of  l.ennox  Industries,  conducted  the  seminar. 

Once  again  the  Live  Better  Electrically  exhibit  at  the  19(il  California  State  Fair,  Sacramento, 
will  be  conducted  by  the  .Sacramento  \'alley  Electric  League  and  Municipal  Utility  District. 
.A  complete  section  of  the  .Merchandise  .Mart  Building  at  the  fair  will  be  set  aside  for  the  Elec¬ 
trical  Wonderland  exhibits  of  manufacturers  and  distributors. 

Electrical  In.s}>ectors  of  the  Southwestern  Section,  l.AEI,  will  be  notified  with  regrets  that  the 
annual  meeting  cannot  be  held  at  Hotel  del  Coronado,  as  previously  arranged.  .Although  the 
tlates.  Sept.  17-21,  will  remain  the  same  the  annual  meeting  will  have  to  be  held  at  Long 
Beach,  at  the  Lafayette  Hotel,  both  President  .Arthur  Vesco  and  .Secretary  Lou  La  Fehr  an¬ 
nounced.  Despite  former  commitments  the  Coronado  hostelry  raised  its  rates  and  charges  and 
ran  in  another  full-si/ed  convention  for  the  same  dates,  creating  both  a  meeting  and  a  hotel 
room  shortage.  .Members  will  soon  be  sent  full  details  for  making  reservations  at  the  Long 
Beach  hotel. 

.A  unique  and  invaluable  management  service  has  been  provided  to  four  chapters  of  Na¬ 
tional  Electrical  (amtractors  .Assn,  stemming  from  a  request  by  Robert  Wilkinson,  manager  of 
the  Inland  Empire  Chapter,  Spokane,  for  NEC,A  staff  help  to  make  a  financial  statement 
analysis  of  such  members'  books  as  wanted  such  a  business  study.  The  first  was  thus  con- 
tlucted  in  Spokane.  Participants  were  so  grateful  for  its  revelations  that  the  Oregon-Colum- 
bia  (diapter  rcxpiested  one  for  its  Central  Oregon  group  in  Redmond  and  surrounding  area. 
■Another  was  conducted  in  Dallas.  The  latest  has  been  completed  in  the  .San  Mateo  County 
Chapter  by  Jack  Sullivan,  management  analyst  from  the  NEC.A  staff. 

Wage  rate  increa.ses  grantc*d  in  disputed  cases  before  the  Council  for  Industrial  Relations 
for  the  electrical  contracting  industry  were  generally  of  modest  proportions.  There  were  12 
Western  cases  before  the  last  council  hearing,  six  of  which  did  not  involve  wages  directly  but 
rather  premium  pay  at  missile  sites  or  travel  pay.  One  was  decitletl  hKally  bedore  the  council 
met.  Of  the  rc*st:  (’.olorado  Springs  wage  rate  went  up  to  Sl.t)-!;  Grand  Junction,  with  two 
rates,  had  its  residential  rate  only  increased  !()(*  to  .$3.55;  Boise  was  given  lOf  June  I  and  !()<• 
more  Oct.  1,  bringing  the  scale  to  $.3.85  and  $3.95  respectively;  Everett  and  Bremerton  were 
given  10c  jumps  to  $4,175  June  1,  $4,225  Jan.  1,  1902;  $4,325  June  I,  1902,  anil  $4,375  Jan.  I, 
1903. 

Stockton  has  a  new'  chapter  manager  for  its  .San  Joaquin  (lhapter  of  NEfi.A  to  succeed  (ieorge 
Flint,  who  has  become  assistant  manager  of  the  .Santa  C;iara-.San  Benito  (lhapter  lor  .Santa  Bar¬ 
bara  and  adjacent  area.  He  is  another  Coleman  (no  relation  to  .San  .Mateo’s  manager.  Bob  Cole¬ 
man)  named  \Villiam.  and  was  chapter  manager  for  three  years  in  Dc“s  .Moines,  leaving  there 
in  1954  to  go  into  other  work.  .A  graduate  of  St.  Louis  University,  aged  37  years,  he  once  served 
as  athletic  director  for  St.  X'incents  .\cademy  in  .San  Rafael,  Calif.  He  also  served  in  the  .Air 
Force. 

From  the  Desk  of  H.  G.  Dillin,  President 
Pacific  Ca>ast  Electrical  .A.ssn. 

It  is  an  honor  to  be  eletted  to  the  presidency  of  such  a  splendid  organization  as  the  Pacific 
Coast  Electrical  .Assn.,  and  1  deeply  appreciate  the  action  by  our  members  in  selecting  me  for 
this  distinction  for  the  year  ahead.  I  am,  however,  aware  of  the  res|M>nsibilities  involved. 
When  1  review  the  achievements  of  my  predecessors,  1  realize  that  they  have  set  a  pace  which 
will  be  difficult  to  match.  I  pledge  my  utmost  effort  ami  I  solicit  your  cooperation  and  sup- 
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p<)!  I— togclher  we  can,  I  am  sure,  aikl  another  milestone  to  the  association’s  record  of  progress. 

The  excellent  convention  that  was  held  recently  in  San  Francisco  has  been  reported  in  de¬ 
tail,  but  1  must  take  this  opportunity  to  congratulate  my  predecessor,  “Pop”  Hartzell,  and  all 
of  the  (ompetent  committeemen  who  maile  it  s.)  successfid.  It  will  be  a  very  real  challenge  to 
maintain  this  standard  for  our  next  convention,  which  will  be  held  at  the  Ambassador  Hotel, 
1.0S  Angeles,  May  16-18,  1962. 

rite  sections  are  busy  organizing  for  the  new  PC^E.A  year  under  the  following  leadership: 
.Xdministrative  Services:  Chairman,  D.  .M.  Pritchett,  California-Pacific  Utilities  Co.;  vice 
chairman,  P.  H.  Murdoch,  Southern  C^alifornia  Edison  Co. 

Business  Development:  Chairman,  R.  |.  Phillips,  San  Diego  Gas  Electric  Co.;  vice  chair¬ 
man-commercial,  industrial,  agricultural,  W.  1).  Howell,  Pacific  Cias  and  Electric  Co.;  vice 
chairman— residential,  L.  H.  Shaff,  Arizona  Public  .Service  Co. 

Engineering  and  Operating:  Chairman,  H.  S.  VVairen,  Rome  Cable  Division,  Alcoa;  vice 
chairman,  H.  R.  Daniels,  PG  and  E. 

I'he  guidance  committee  members  for  these  sections  are  now  being  selected,  anti  the  follow¬ 
ing  conference  schedule  has  been  established: 

.Xdministrative  Services:  Fall  conference,  Nov,  27-28,  1961,  Miramar  Hotel,  Santa  Barbara: 
spring  conference,  March  26-27,  1962,  Villa  Hotel,  .San  Mateo. 

Kusinc'ss  Development:  Feb.  26-27,  1962,  Huntington-Sheraton  Hotel,  Pasadena. 

Engineering  and  Operating:  March  22-23,  1962,  Sheraton-Palace  Hotel,  San  Francisco. 

It  is  a  pleasure  to  welcome  the  following  companies  as  new  members  of  PCE.X:  .Xmerican 
Pipe  &  Catnstruction  Co.,  John  S.  Miller,  Southgate:  -Xrthur  ft  Allen,  Robert  J.  .Xrthur,  San 
Francisco;  Br<M)ks  PriKlucts  Inc.,  C.  H.  .X.  Cirady,  El  Monte;  Buffalo  Forge  Cx).,  Richard  .Stites, 
South  San  Francisco;  C-hristy  Concrete  PrcKlucts  Inc.,  Harold  A.  Lovegreen,  Emeryville:  Decker 
Electric  Co.  Inc.,  Dean  W.  Skanderup,  San  Frant  isco;  Electrical  Fittings  (;orp.,  Robert  R.  Prus¬ 
sia,  Eos  .Xngeles;  Electrical  Specialty  Co.,  L.  L.  Ciribble,  San  Francisco;  Electro-Motive  Division, 
(ieneral  .Motors  Clorp.,  Floyd  E.  von  Ohlen,  San  Francisco;  Fabco  Equipment  Co.,  Stephen  R. 
Zorro,  Oakland;  R.  Flatland  Co.,  Richmond  Flatland  Jr.,  San  Francisco;  General  Controls  Co., 
Robert  M.  Johnson,  Glendale;  (iilmore  Steel  Corp.,  .XI  Devoto,  .San  Francisco;  Incandescent 
.Supply  Co.  of  California,  J.  B.  Taylor,  .San  Francisco;  E.  .X.  Irish,  W.  E.  Irish,  Los  Angeles; 
l.eviton  Mfg.  Co.,  H.  A.  Kallman,  Los  .Xngeles:  Lightolier  Inc.,  N.  .X.  Blumberg,  lx>s  .Xngeles; 
■Marley  Co.,  V'ernon  .X.  May,  .Xlhambra;  Matzinger-Johnson  Co.,  John  R.  .Matzinger,  Los  An¬ 
geles;  Means  Electric,  Orrin  P.  .Means,  Northridge;  .M<M)re  Business  Forms  Inc.,  Warren  Betts, 
-San  Francisco;  Owens-Corning  Fiberglas  Corp.,  James  B.  .Schryver,  .San  Francisco;  Pacific  Pipe¬ 
line  Construction  Cx).,  R.  .S.  Shugart,  .Montebello;  Pitman  Mfg.  Co.,  Raymond  F.  Pitman,  Grand¬ 
view,  .Mo.;  Plasti-Con  Pipe  Co.,  (a  Brown,  .Xuburn;  Powerdyne  Inc.,  H.  H.  .Schwager,  Lake  Os¬ 
wego,  Ore.;  Quikset  Utility  Vaults  Inc.,  J.  P.  Dorris,  Costa  Mesa;  Raytheon  Cxi.,  \V.  Ci.  Bal- 
dock,  Redwoml  Caty;  .Alex  Robertson,  D.  E.  Relbey,  Paramount;  .Schwager-Wood  Co.,  C.  H. 
Cutter,  Portland,  Ore.;  Tulsa  Products  Division,  V'ickers  Inc.,  Richard  .X.  .Moon,  El  Segundo; 
\’inson-Carter  Electric  Co.,  Dwight  Harkins,  Phoenix,  .Xriz.;  Herman  Weissker  Inc.,  Herman 
.X.  Weissker,  Long  Beach;  Floyd  E.  Welch  &:  .Associates,  Donald  E.  Nelson,  .San  Francisco;  West¬ 
ern  Electric  Heating,  V'.  .X.  Labarthe,  San  Francisco. 

1  would  like,  also,  to  remind  you  that  the  biennial  conference  of  our  Hawaiian  .Section  will 
Ik*  held  at  the  Princess  Kaiulani  Hotel,  Honolulu,  Oct.  26-27.  .According  to  PCE.X  V^ice  Presi¬ 
dent  Ralph  B.  Johnson,  who  is  president  of  the  Hawaiian  Electric  Co.,  the  program  will  be 
up  to  its  usual  high  standard  and  they  extend  an  enthusiastic  invitation  to  all  from  the  main¬ 
land  who  can  attend.  Just  one  request— if  you  plan  to  go  to  this  meeting,  please  send  them 
the  following  information  as  soon  as  jxissible:  arrival  date  and  time;  airline  and  flight  num¬ 
ber,  or  ship.  Will  your  wife  accompany  you?  Honolulu  address.  This  will  assist  in  their  plans 
to  greet  you  with  a  warm  .Aloha,  and  should  be  addressed  to  Herbert  Heinrich,  P.  O.  Box  27.50, 
Honolulu,  Hawaii. 

.Again,  I  wish  to  thank  you  for  the  privilege  of  serving  you  and  the  association.  I  am  look¬ 
ing  forward  with  real  pleasure  to  meeting  our  new  members  and  renewing  acquaintances  wdth 
those  of  vou  whom  1  have  known  and  worked  with  in  the  past. 
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The  1962  Edition  of 

ELECTRICAL  Y/EST'S 

annual 

Buyers'  Guide 
and  Directory 


Used  the  year  round  by  electrical  buyers  in  the  Western  States. 

The  Buyers'  Guide  and  Manufacturers'  Directory  lists  manu¬ 
facturers  of  electrical  equipment,  apparatus  and  supplies,  their 
Western  offices  and  their  Western  representatives.  It  also 
includes  a  directory  of  Manufacturers'  Representatives  handling 
electrical  lines.  An  ELECTRICAL  WEST  service  for  27  years. 


in  the  West's  only 

Buyers'  Guide 

for  Electrical  Equipment 


REACH  iiion-  than  l.'t.OOl)  sulisirilK’is  ulio 
iiuliidc  the  iiii|)<>rtant  l>ii\eis  ol  elediiial 
apparatus,  rviiint;  dexites.  supplies.  Ii)>ht- 
iiiK  and  supplies  in  the  13  Western  States. 

BE  USED  niaiiN  times  during  I'.Ni'J.  rsa^e 
ol  this  Dirertorx  is  lliorout>hl\  estahlished 
—  it's  the  onix  tpiick  and  eonxenieni  }>t>i<lx^ 
piihlished  exelusixeix  lor  the  West's  j'leat 
electiiral  market. 

EMPHASIZE  xoiir  produrls,  and  y>ur 
Western  tacililies.  It  xxill  m.ike  xonr  sales 
ellorts  more  ellirient,  more  proiitahic. 


MANUFACTURERS  ] 
REPRESENTATIVES;  ^ 

7 

Your  advertising  ^ 
in  the  BG&  D  will: 


Directory  of  Manufacturers 
Directory  of  Representatives 
Where-to-Buy  Product  List 


Reserve  space  now  for  Buyers'  Guide  &  Directory  adve'tising.  Early  reservations  assure  position  near  your 
Directory  listing.  For  rates  and  mechanical  specifications  contact  any  one  of  our  District  Offices  below: 


ATLANTA  9:  1375  Peachtree  St.,  TRinify  5-0523  Detroit  26:  856  Penobscot  Building,  WOodward  2-1793 

BOSTON  16:  McGraw-Hill  Bldg.,  Copley  Square,  COngress  2-1160  HOUSTON  25;  W-724  Prudential  Building,  JAckson  6-1281 

CHICAGO  11:  520  N  Michigan  Ave.,  MOhawk  4-5800  LOS  ANGELES  17:  1125  W.  Sixth  St.,  HUntley  2-5450 

CLEVELAND  13:  55  Public  Square,  Superior  1-7000  NEW  YORK  36:  500  Fifth  Ave.,  Oxford  5-5959 

DALLAS  1;  1712  Commerce  St.,  Riverside  7-5117  PITTSBURGH  22;  4  Gateway  Center,  Express  1-1314 

DENVER  2;  1700  Broadway,  ALpine  5-2981  PORTLAND  4:  445  Pacific  Building,  CApitol  3-5118 

SAN  FRANCISCO  4:  255  California  St.,  DOuglas  2-4600;  T.  H.  Carmody,  Adv.  Sales  Mgr. 


ELECTRICAL  WEST  « 


A  McGraw-Hill  Publication 


ROUND  HILL  COUNTRY  CLUB,  Alamo,  California,  and  the  adjacent  residential  area  are  served  by 
Pacific  Gas  and  Electric  Company  through  a  12,000 -volt  underground  distribution  system.  Primary 
and  secondary  cables  are  in  conduit  near  front  property  lines.  Note  the  unobtrusive  L-M  Pad-Mount 
transformer  in  the  center  foreground. 


L-M  Pad-Mounf  Transformers 
Cut  Costs  of  Underground 
Distribution  For  PG&E 


In  designing  an  underground  distribution  system  for  a  new  residential  area.  Pacific  Gas 
&  Electric  Company’s  engineers  wanted  to  eliminate  costly  vaults  and  subway  trans¬ 
formers.  L-M’s  District  Manager,  W.  T.  Neikirk,  worked  with  PG&E  engineers  in  develop¬ 
ing  an  acceptable  design  which  solved  the  problem.  L-M  Pad-Mount  transformers  are 
the  first  to  be  used  by  PG&E  in  this  type  of  installation. 

Cabinets  are  installed  in  advance,  with  removable  back  panel.  When  houses  are  built, 
37>/i  or  50  kva  self-protected  L-M  Pad-Mount  transformers  are  installed.  Loop  system 
provides  alternate  feeds  to  assure  a  high  level  of  service  continuity. 

Sectionalizing  is  accomplished  by  moving  jumper  cables  to  the  stand-off  insulator  pro¬ 
vided  in  the  L-M  cabinet,  using  a  hot  stick  but  with  the  system  de-energized.  Service  is 
energized  to  about  100  lots  now;  additional  systems  are  under  construction  or  have  been 
planned.  For  information  about  applications  of  L-M  Pad-Mount  transformers,  ask  the 
L-M  Field  Engineer,  or  call  any  of  the  Line  Material  offices  listed  below. 


THE  OUTSIDE  FRONT  PANEL  has  been 
removed  to  show  protective  panel  over 
high  voltage  section,  an  important  safety 
feature  of  L-M  Pod-Mount  transformers. 
A  12,000  volt  open  loop  delta  system, 
using  12,000—120/240-volt  37'/2  and 
50  kva  Pad-Mount  transformers,  pro¬ 
vides  choice  of  primary  feeds. 


LINE  MHrERIAnndustries 


McGRAW-EDISON  COMPANY 


WESTERN  SALES  OFFICES: 

PHOENIX  •  SACRAMENTO  •  SEAHLE  •  SPOKANE  •  BUHE  •  LOS  ANGELES 
SALT  LAKE  CITY  •  SAN  FRANCISCO  •  VISALIA  •  ANCHORAGE,  ALASKA 


BOISE 


DENVER 

PORTLAND 


